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Inspection Detail 

Case Status: CLOSED 

Inspection: 950528.015 - Smithfield Farmland 


Inspection Information - Office: Omaha 

Nr: 950528.015 

Report ID: 0728900 

Open Date: 
12/03/2013 



Smithfield Farmland 

2223 County Rd. I 
Crete, NE 68333 

SIC: 


Union Status: Union 



NAICS: 311611/Animal (except Poultry) Slaughtering 



Mailing: Po Box 67, Crete, NE 68333 




Inspection Type: 

Complaint 




Scope: 

Partial 

Advanced Notice: 

N 


Ownership: 

Private 




Safety/Health: 

Safety 

Close Conference: 

12/03/2013 


Emphasis: 

L: Forklift 

Close Case: 

04/08/2015 


Related Activity: 

Type 

ID 

Safety 

Health 


Complaint 

863393 

Yes 



Complaint 

874508 

Yes 



Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 



1 



1 

Current Violations 

1 





1 

Initial Penalty 

$0 

$0 

$27,500 

$0 

$0 

$27,500 

Current Penalty 

$7,000 

$0 

$0 

$0 

$0 

$7,000 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 


# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1 . 

01001 

Serious 

19100176 B 

03/05/2014 


$7,000 

$27,500 

$0 


I - Informal Settlement 
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